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GENERAL  STATISTICS. 

Area  (acres)  ...  ...  ...  ...  ...  83,437 

Population  (Census  1931)  ...  ...  ...  12,205 

and  estimated  1938  ...  ...  12,290 

Number  of  inhabited  houses  (Census  1931)...  3,280 

(end  of  1938)  ...  3,560 

Rateable  Value  ...  ...  ...  ...  ...  ;;f56,700 

Sum  represented  by  a penny  rate  ...  ...  ;^240 


The  area  is  mainly  agricultural  but  during  the  year, 
owing  to  extensive  public  works  construction  activities 
in  the  district,  the  building  industry  became  the  chief 
occupation  of  the  inhabitants. 

The  position  with  regard  to  unemployment  was 
satisfactory,  and  a number  of  persons  from  distressed 
areas  obtained  employment  in  the  area. 
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EXTRACTS  FROM  VITAL  STATISTICS 


OF 

THE  YEAR. 

LIVE  BIRTHS 

M. 

F.  Total 

Legitimate 

74 

75  149 

Illegitimate 

4 

5 9 

Birth 

Rate  (R.G.)  12.7 

STILL  BIRTHS 

Legitimate 

2 

6 8 

Illegitimate 

— 

— — 

Rate  per  1,000  total  (live  and  still) 

births,  13.3 

DEATHS 

75 

93  168 

Death 

Rate  (R.G.)  13.6 

Number  of  Women  dying  in,  or  in 

consequence  of  childbirth. ..from  sepsis  ...  Nil 

from  other  causes  Nil 

Deaths  of  Infants  under  one  year  of  age  per  1,000 

births  ; — 

Legitimate,  84;  Illegitimate,  Nil;  Total,  83. 


Deaths  from  Measles  (all  ages)...  ...  ...  Nil 

,,  ,,  Whooping  Cough  ...  ...  1 (f) 

,,  ,,  Diarrhoea  (under  2 years  of  age)  Nil 

,,  ,,  Cancer  ...  ...  ...  ...  23 
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CAUSES  OF  DEATH  IN  1938. 


DISEASE. 

Males. 

Females. 

Whooping  Cough  ... 

1 ' 

Influenza 

2 

3 

Respiratory  Tuberculosis 

4 

1 

Cancer 

8 

15 

Diabetes 

1 

1 

Cerebral  Hzemorrhage 

3 

10 

Heart  Disease 

16 

20 

Other  Circulatory  Diseases 

6 

9 

Bronchitis  ... 

1 

2 

Pneumonia 

3 

2 

Other  Respiratory  Diseases 

... 

1 

Peptic  Ulcer 

1 

Appendicitis 

2 

Digestive  Diseases 

4 

2 

Nephritis 

1 

1 

Congenital  Causes,  etc.  ... 

4 

5 

Senility 

6 

8 

Suicide 

1 

1 

Other  violence 

6 

• 1 

Other  defined  Diseases  ... 

8 

7 

Ill  defined  or  N.  K. 

1 

1 

All  causes  ... 

76 

93 
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From  the  foregoing  tables  and  statistics  it  will  be 
seen  that  no  abnormal  or  excessive  mortality  occurred 
during  1938.  64  of  the  deaths  (total  168)  were  caused 

by  diseases  of  the  circulatory  system.  This  figure, 
although  o'ver  one-third  of  the  total  deaths,  is,  as  usual, 
more  or  less  constant. 

Influenza  caused  5 deaths. 

There  were  2 suicides  and  7 deaths  from  violence. 

It  is  noteworthy  that  except  for  one  case  of 
Whooping  Cough  there  were  no  deaths  from  infectious 
diseases. 

DEATH  RATE; — 13.6  is  on  the  high  side,  that  for 
England  and  Wales  being  11.6.  Most  of  the  deaths 
occurred  over  the  age  of  60,  and  taking  everything  into 
consideration  it  has  no  bad  significance. 

BIRTH  RATE  : — 12.6  is  a good  average  figure.  It  is 
caused  by  156  live  births  in  the  district. 


INFANT  MORTALITY  83.  This  figure  appears 
very  high,  the  figure  for  England  and  Wales  being  53 
(per  1000  live  births)  and  that  for  1937  being  22.9. 

It  was  caused  by  the  deaths  of  13  infants  under  one 
year  out  of  158  living  births. 

One  can  only  conclude  that  this  was  unfortunate,  as 
no  possible  blame  could  be  attached  to  those  in  attend- 
ance on  the  children. 


STILL  BIRTHS: — 8 occurred  in  1938,  2 males  and 
6 females,  all  legitimate. 
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GENERAL  PROVISION  OF  HEALTH 
SERVICES  IN  THE  AREA. 

These  remain  the  same  as  in  previous  years. 

The  enlarged  Cirencester  Memorial  Hospital  with 
its  up-to-date  scientific  equipment  is,  as  always,  proving 
a great  boon  to  the  Rural  District. 

It  is  also  used  as  an  out-station  and  for  clinics. 

Fairford  Hospital  (10  beds  about)  also  continues  to 
do  extremely  good  work,  not  only  as  a hospital  but  an 
out-station  for  School  children  and  for  the  holding  of 
various  clinics. 

A number  of  maternal  cases  are  provided  for  at  the 
Cotswold  Nursing  Home,  Tetbury. 

FEVER. 

Cirencester  Joint  Hospital  (14  beds  about).  These 
are  available  for  the  Cirencester  Urban  District  and 
Rural  Districts.  A motor  ambulance  was  purchased  in 
1931. 

Cases  from  Tetbury  and  Northleach  are  also 
admitted. 

There  are  no  hospitals  in  the  district  for  Tuber- 
culosis or  Maternity  cases,  except  at  Tetbury  (see  above). 

A hospital  at  Elmstone,  near  Hardwick,  is  provided 
for  Smallpox  cases. 

A motor  ambulance  is  provided  for  non-infectious 
and  accident  cases,  also  a motor  ambulance  for  infectious 
cases. 

The  nursing  is  carried  out  by  Nurses  of  the  District 
Nursing  Association,  under  the  supervision  of  a full-time 
County  Nurse.  Very  valuable  work  is  done,  in  various 
ways,  by  the  Nurses. 
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Pathological  and  Bacteriological  Examinations  are 
carried  out  in  the  laboratories  of  Gloucester  Infirmary 
and  Cheltenham.  Outfits  for  the  taking  of  specimens 
can  be  supplied  to  practitioners  by  the  Medical  Officer 
of  Health. 

The  out-station  for  the  treatment  of  school  children 
Is  being  largely  used. 

A Tuberculosis  clinic  is  held  once  a week  at  the 
Cirencester  Hospital. 

It  is  to  be  noted  that  neither  of  the  Plospitals  is 
actually  in  the  Rural  District,  but  they  are  included  as 
serving  alike  both  Urban  and  Rural  Districts. 

MATERNAL  MORTALITY. 

This  is  under  the  Administration  of  the  County 
Council. 


LEGISLATION  IN  FORCE. 

Infectious  Diseases  Notification  Act,  1889. 
Infectious  Diseases  Prevention  Act,  1890. 

Public  Health  Amendment  Act,  1890. 

Building  Bye-laws. 

Dairies  and  Cowsheds  Regulations. 

PUBLIC  HEALTH  OFFICERS  OF  THE  AUTHORITY. 

Medical  Officer  of  Health  : — H.  F.  W.  Adams,  M.B., 
Ch.B.,  D.P.H.,  who  is  Medical  Officer  of  Health  for 
the  East  Gloucestershire  United  Districts. 

Sanitary  Inspectors: — R.  N.  Hughes,  who  holds  the 
following  qualifications — 

I.  Certificate  of  the  Royal  Sanitary  Institute  and  Sanitary 
Ins].ector's  Examination  Joint  Board. 

2 Certificate  of  the  Royal  Sanitary  Institute  in  Meat  and 
Food.s  inspection. 

3.  Liverpool  University  Certificate  in  Sanitary  Science. 
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4-  Liverpool  University  Certificate  in  Meat  Inspection. 

5.  Certificate  of  the  Union  of  Educational  Institutions  in 
Surveying  and  Levelling. 

J.  N.  Connell — 

Certificate  of  the  Royal  Sanitary  Institute  and  Sanitary 
Inspector’s  Examination  Joint  Board  ; appointed  ist 
September,  1938. 

These  two  officers,  especially  Mr.  Hughes,  h.nve 
done  invaluable  work. 

The  amount  of  work  attached  to  the  office  of  the 
Sanitary  Inspector  was  very  considerable  and  the 
decision  of  the  Council  to  appoint  an  additional  Sanitary 
Inspector  was  timely,  encouraging  and  much  appreci- 
ated. 


SANITARY  CIRCUMSTANCES  OF 
THE  DISTRICT. 

WATER  SUPPLIES. 

New  Sources,  Etc,  : the  Council  acquired  the  Wood- 
mancote  Supply  and  received  the  approval  of  the 
Minister  of  Health. 

The  Cirencester  Urban  District  Council,  who  have 
statutory  powers  to  supply  water  in  a part  of  the  parish 
of  Baunton,  laid  a 3-inch  service  main  in  Gloucester 
Road  and  a 4-inch  main  in  Cheltenham  road. 

The  Fairford  Estate  Supply  was  extended  and  a 
new  1^-inch  main  was  laid  from  Milton  Street,  Fairford, 
to  serve  new  development  at  Horcott  in  the  parish  of 
Kempsford. 

MEASURES  TAKEN  FOR  DISCOVERY  OF 
CONTAMINATION. 

The  Council’s  Water  Supplies  were  periodically 
inspected  and  action  was  taken  to  remove  potential 
sources  of  pollution. 
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Towards  the  end  of  the  year  arrangements  were 
made  with  the  County  Council  for  a minimum  of  50 
water  samples  to  be  submitted  for  examination  each  year. 
Owing  to  this  arrangement  it  will  in  future  be  possible 
for  the  Council’s  piped  supplies  to  be  controlled  by 
bacteriological  examination  at  regular  intervals. 


Six  samples  from  the  Council’s  piped  supplies  were 
examined  with  the  following  bacteriological  results  : — 


Supply 

Date 

1938 

Micro  Organisms 
in  1 c.c.  capable 
of  growing  on  Agar 
at  22°C  in  3 days 

Micro  Organisms 
capable  of  growing 
on  Agar  at  37°C 
in  48  hours 

B.  Coli 

Lechlade  ... 

30  Sept. 

27 

3 

Present  in 

1 5 c.c. 
Absent  in 

10  c.c. 

Lechlade  ... 

Woodman- 

13  Nov. 

400 

20 

Present  in 

1 5 c.c. 
Absent  in 

10  c.c. 

cote 

15  Oct. 

80 

43 

Present  in 

2 c.c. 
Absent  in 

1 c.c. 

Poulton  ... 

3 Oct. 

2 

1 

Present  in 
100  c.c. 
Absent  in 

75  c.c. 

Coates 

15  Oct. 

31 

5 

Present  in 

2 c.c. 
Absent  in 

1 c.c. 

Coates 

31  Oct. 

64 

2 

Absent  in 
100  c.c. 
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During  tlie  year  the  Council  resolved  to  lay  a jiiped 
water  supply  to  the  parishes  of  Siddington,  South  Cerney 
and  Soinerford  Keynes  : the  supply  to  be  obtained  in 
bulk  from  the  Cirencester  Urban  District  Council. 

The  contemplated  scheme  will  provide  for  extension 
when  required  to  the  parishes  of  Poole  Keynes  and 
Kemble. 

The  water  supply  requirements  of  the  district  were 
considered  by  the  Council  and  it  was  resolved  to  submit 
to  the  Minister  of  Health  the  following  five  years  pro- 
gramme of  prospective  works  : — 

1.  Mains  to  Siddington.  South  Cerney  and  Somerford  Keynes. 

2.  Mains  to  Poole  Keynes  and  Ewen. 

3.  Supply  to  Duntisbourne  Abhotts, 

4.  Extension  and  Improvement  to  Poulton  Supply. 

5.  Mains  from  Poulton  Supply  to  xMaiseyhampton. 

6.  Improvements  to  Lechlade  Supply. 

7.  Water  Supply  to  Driffield  and  The  Foss,  South  Cerney. 

8.  Mains  from  Poulton  Supply  to  Down  Ampney. 


The  following  is  a brief  survey  of  the  water  supplies 

in  the  area  : — 

AMPNEY  CRUCIS.  The  village  is  served  by  a private  piped 
supply.  Source  ; Springs  in  Ampney  Park  and  water  pumped 
to  a 10,000  gallons  reservoir.  There  are  three  public  stand- 
pipes in  the  village.  Principal  other  sources  private  springs 
and  wells. 

AMPNEY  ST.  MARY.  Parts  of  this  parish  are  served  by  a 
private  piped  supply.  Source ; Bore-hole  and  reservoir  at 
Ready  Token.  Other  sources,  private  wells. 

AMPNEY  ST.  PETER.  The  private  piped  supply  serving  parts 
of  Ampney  St.  Mary  is  extended  to  ser\'e  parts  of  this  Parish. 
Other  sources,  private  wells  and  bore-holes. 

BAGENDON.  The  village  is  served  by  a private  piped  supply. 
Source  : Spring  water  collected  and  pumped  to  a reservoir. 
The  newly  developed  area  in  Perrott’s  Brook  is  served  by  a 
private  piped  supply.  Source  : Bore-hole,  water  pumped  to 
elevated  water  tank.  Other  sources,  private  wells  and  springs. 
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BARNSLEY.  The  village  is  served  by  a private  piped  supply, 
and  there  are  eleven  public  stand-pipes  at  various  points. 
The  Source  is  from  two  springs  at  Winson  and  a bore-hole  on 
Barnsley  Wold,  and  the  water  is  raised  to  a 46,000  gallon 
reservoir  in  Barnsley  Wold.  Other  supplies  in  the  parish  are 
private  springs  and  wells. 

BAUNTON  The  village  is  served  by  a public  piped  supply. 
Source:  Spring  and  well  water  pumped  to  elevated  tank.  The 
Cirencester  Urban  District  Council  have  statutory  powers  and 
do  serve  part  of  this  Parish.  The  source  of  the  Urban  District 
Council’s  new  water  supply,  i.e.  bore-holes  said  to  be  capable 
of  yielding  12,000,000  gallons  per  day,  is  situated  in  the 
Parish. 

BRIMPSFIELD.  The  principal  supplies  are  from  private  wells 
and  springs.  The  hamlet  of  Brimpsfield  is  mainly  dependant 
on  shallow  wells.  There  is  a public  well  in  the  centre  of  the 
village  but  a number  of  premises  depend  on  stored  rainwater. 
At  Caudle  Green  there  is  a public  spring  in  Woodfield.  The 
overflow  from  the  private  supply  to  Woodfield  House  is  piped 
to  a public  tank  on  the  Village  Green. 

COATES.  This  public  supply  comprises  a well  eighty  feet  deep 
into  the  Great  Oolite  and  water  is  raised  to  an  elevated  16,000 
gallon  concrete  reservoir  by  means  of  a double-throw  pump 
(in  duplicate)  driven  by  a time  switch  controlled  5 H.P.  electric 
motor.  The  water  is  distributed  by  cast  iron  mains  to  stand- 
pipes and  premises  in  the  village,  and  the  daily  consumption 
is  approximately  5,000  gallons.  There  are  14  ball  type 
hydrants  on  the  supply  which  are  potential  sources  of  pollu- 
tion. These  are  to  be  replaced  by  safer  types  when  renewal 
becomes  necessary. 

COLESBOURNE.  Parts  of  this  Parish  are  served  by  private 
piped  supplies  and  connected  to  one  of  these  supplies  are  two 
public  stand-pipes  in  the  village.  The  principal  sources  are 
springs. 

DAGLINGWORTH.  Practically  the  whole  of  this  village  is 
served  by  a piped  supply.  Source:  A spring  above  Middle 
Duntisbourne  which  is  collected  in  an  underground  tank. 
Warrens  Gorse  is  served  by  a private  piped  supply.  The 
principal  sources  are  springs. 

DOWN  AMPNEY.  Principal  sources  are  private  shallow  wells. 
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DRIFFIELD.  The  principal  supplies  in  the  village  are  from 
private  shallow  wells,  which  fail  during  dry  periods,  The 
^lanor  House  is  served  by  a bore-hole  and  electric  pump,  and 
this  supply  is  extended  to  one  tap  in  the  dairy  of  the  Manor 
Farm.  River  water  is  raised  by  hyd'ram  to  serve  two  farms 
in  the  village 

HARNHILL.  A private  piped  supply  serves  public  stand-pipes 
in  this  village.  Source  : Spring  at  Westhams  Copse  and  water 
pumped  to  12,000  gallon  elevated  tank  Other  sources,  private 
wells  and  springs. 

DUNTISBOURNE  ABBOTTS.  Principal  supplies  to  the  village 
are  two  public  springs— the  Village  spring  and  Brook  View 
Spring.  The  village  spring  failed  during  September  and  the 
examination  of  samples  indicated  that  both  springs  were  pol- 
luted. Consumers  are  now  advised  to  boil  the  water.  Other 
supplies  are  private  springs,  bore-holes  and  wells. 

DUNTISBOURNE  ROUS.  Part  of  the  village  is  served  by  the 
Daglingworth  supply.  The  other  sources  are  chiefly  from 
private  springs. 

EDGEWORTH.  Practically  the  whole  of  the  Parish  is  served 
by  a private  piped  supply.  Source  : Springs  at  Jack’s  Acre 
and  near  the  Manor  House  supply  water  to  reservoirs.  Other 
sources,  chiefly  private  springs. 

ELKSTONE.  Principal  sources  of  supply  are  private  wells  and 
springs,  and  stored  rainwater.  There  are  two  public  springs 
in  the  village.  A private  piped  supply  to  the  buildings  at 
Manor  Farm,  and  another  serving  premises  at  Beech  Pike, 
consists  of  spring  water  raised  by  hydraulic  rams.  These 
supplies  are  said  to  become  inadequate  in  the  dry  periods. 

FAIRFORD.  Part  of  this  Parish  including  the  greater  part  of 
the  town  is  served  by  a private  piped  supply.  The  source  is 
a spring  near  the  river  at  Old  Mill,  but  this  has  become  in- 
adequate and  to  maintain  the  supply  water  is  pumped  direct 
from  the  river.  The  quality  of  the  water  is  not  satisfactory. 
Other  supplies  are  chiefly  shallow  wells. 

HATHEROP.  The  principal  supply  is  from  an  undertaking 
privately  owned.  Source : Bore-hole  (Artesian)  and  wafer 
supplied  to  reservoir  near  the  Castle.  There  are  three  public 
stand  pipes  in  the  village.  Other  supplies,  private  spiings 
and  wells. 
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KEMBLE.  The  village  is  supplied  with  water  by  the  Great 
Western  Railway  Company,  who  have  a bore-hole  and  pumping 
station  in  the  Parish  for  supplying  their  Swindon  works.  The 
village  is  served  by  a 3-inch  main  and  water  is  laid  on  to 
premises  and  standpipes.  This  supply  is  chlorinated. 

EWEN.  Some  of  the  premises  in  this  village  ire  served  by  a 
private  piped  supply.  Source  : Bore-hole  and  water  pumped 
to  elevated  tank.  Other  premises  in  the  Parish  depend  on 
private  shallow  wells. 

KEMPSFORD.  The  main  sources  of  supply  are  from  private  ■ 
shallow  wells  in  the  Thames  gravel.  There  is  a public  shallow 
well  near  the  Post  Office  in  the  village. 

LECHL.^DE.  This  public  supply  comprises  a shallow  well  in 
the  I'hames  gravel  situated  in  allotment  grounds.  Water  is 
raised  to  an  elevated  cast  iron  tank,  30,000  gallon  capacity, 
by  means  of  a vertical  three-throw  pump,  driven  by  6 H.P. 
horizontal  paraffin  engine,  with  a stand-by  2 H.P.  Lister  ver- 
tical petrol  engine  and  horizontal  double-barrel  ram  pump. 
There  is  also  a disused  10.000  gallons  capacity  elevated  cast- 
iron  tank  on  this  supply.  The  water  is  distributed  by  cast-iron 
mains  to  stand-pipes  and  premises  in  the  town  and  the  daily 
consumption  is  approximately  9,000  gallons  This  supply  has 
not  been  satisfactory  in  quality  or  quantity  and  improvements 
at  the  source  are  contemplated. 

MEYSEY  HAMPTON.  The  main  source  of  supply  in  the  hamlet 
of  Meysey  Hampton  is  a strong  public  spring  on  the  Village 
Green.  Other  sources  of  supply  are  private  shallow  wells. 
The  water  supply  conditions  in  this  parish  cannot  be  regarded 
as  satisfactory.  The  Poulton  Water  Supply  has  its  source  in 
this  Parish  and  three  farms  are  served  from  the  Poulton  Mains. 

NORTH  CERNEY  Practically  the  whole  of  the  village  is  served 
by  a private  piped  supply  and  three  public  stand-pipes  are 
provided.  Source  : A strong  spring  collected  into  a tank 
having  a capacity  of  approximately  9,000  gallons. 

WOODMANCOTE.  This  hamlet  is  supplied  from  the  Wood- 
mancote  Undertaking  acquired  by  the  Cirencester  Rural 
District  Couucil  in  1938.  Source:  A strong  spring  at  Marsden 
Manor  and  water  is  pumped  to  reservoirs  at  Shawswell  and 
Woodmancote.  The  quantity  of  water  supplied  from  this 
Undertaking  is  approximately  10,000  gallons  per  day.  On 
taking  over  this  supply  the  Council  immediately  undertook 
works  to  protect  the  .source  and  improve  the  pumping  machin- 
ery. Other  sources  of  supply,  private  springs  and  wells. 
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POOLE  KEYNES.  The  village  is  served  from  a private  supply 
and  water  is  laid  on  to  premises  and  stand-pipes.  Source: 
Spring  water  raised  by  hydraulic  ram  to  elevated  tank  in  W est 
End  Farm.  Other  sources  of  supply,  private  springs  and  wells. 


POULTON.  This  supply  comprises  a deep  well  and  bore-hole 
through  Forest  Marble  and  Great  Oolite  to  Fuller’s  Earth,  at 
Ready  Token,  and  the  water  is  raised  by  a three-throw  vertical 
pump  driven  by  a lo  H P vertical  Diesel  Engine  to  two  partly 
above  and  partly  below  ground  reservoirs,  having  capacities  of 
30,000  and  15,000  gallons  respectively.  The  water.is  distri- 
buted by  cast-iron,  asbestos  and  galvanised-iron  mains  to 
premises  ovre  a scattered  area.  The  average  daily  consumption 
of  water  is  approximately  i s,ooo  gallons.  This  supply  remained 
satisfactory  in  quality  and  quantity,  The  lay-out  and  sizes 
of  the  distribution  mains  in  the  hamlet  of  Poulton  are  not  satis- 
factory and  improvements  in  this  direction  could  with  ad- 
vantage be  undertaken. 

PRESTON.  Part  of  the  village  is  served  by  a priv'ate  piped 
supply.  Source  ; Borehole  and  water  is  pumped  to  a 10.000 
gallon  reservoir.  Other  sources  of  supply,  private  wells.  A 
4-inch  main  used  solely  for  the  Air  Ministry’s  Aerodrome  at 
South  Cerney  passes  through  a part  of  this  parish. 

QUENTNGTON.  The  village  is  served  from  three  separate 
supplies  owned  respectively  by  the  Coin  St.  Aldwyns  Estate, 
the  Hatherop  Estate  and  H.  J.  Godwin,  Ltd.  The  Coin  St. 
Aldwyns  Estate  Supply  is  obtained  from  the  River  Coin, 
passed  through  a sand  filter  and  raised  to  an  underground 
reservoir  of  20,000  gallons  capacity  near  Quenington  Green. 
This  supply  serves  premises  and  stand-pipes  in  the  village. 
The  Hatherop  Estate  Supply  (see  Hatherop)  serves  a farm  and 
a few  cottages  in  this  village.  Messrs  H.  J.  Godwin’s  supply 
is  from  bore  holes  near  the  Engineering  Works  and  the  water 
is  raised  to  elevated  tanks  and  piped  to  premises  including 
14  Council  Houses.  The  Poulton  Water  Supply  serves  one 
farm  in  this  Parish. 

RENDCOMB.  This  village  is  served  by  a private  piped  supply. 
The  source  of  the  supply  is  springs  which  gravitate  to  a 5,000 
gallon  underground  tank.  The  Marsden  and  Shawswell  Area 
of  this  Parish  are  served  by  the  Woodmancote  Undertaking 
(see  North  Cerney).  Other  supplies  in  this  Parish  are  chiefly 
private  springs  and  wells. 
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RODMARTON.  The  \ illage  is  served  by  a pri\ate  piped  supply. 
Source:  Deep  bore-hole,  water  raised  to  100,000  gallons  under- 
ground storage  reservoir  and  overhead  tank. 

TARLTON.  This  village  is  served  by  a private  piped  supply’. 
Source  : Well  50  feet  deep  and  water  pumped  to  6,000  gallons 
elevated  tank  at  Tarlton.  Other  supplies  in  the  Parish  are 
chiefly  private  wells. 

SAPPERTON.  A few  properties  in  this  hamlet  are  served  by 
a private  piped  supply.  Source  : A strong  spring  and  the 
water  is  raised  by  hydram  to  tanks,  one  situate  on  the  Village 
Green  and  the  other  at  Manor  Farm  There  are  two  public 
taps  on  this  supply  in  the  village.  Otherwise  the  village  is 
dependant  on  private  wells. 

FRAMPTON  MANSELL  Part  of  this  hamlet  is  served  by 
a private  piped  supply  Water  from  a bore-hole  is  raised  to 
a storage  reservoir  and  then  pumped  to  two  public  stand-pipes, 
and  about  four  other  premises.  '1  he  chief  supply  is  from  a 
strong  public  spring,  water  from  which  is  conveyed  to  stone 
troughs.  Other  supplies  are  chiefly  private  springs. 

SIDDINGTON.  This  Parish  is  mainly  dependant  upon  private 
wells. 

SOMERFORD  KEYNES  This  Parish  is  mainly  dependant 
upon  private  wells. 

SOUTH  CERNEY.  This  village  is  mainly  dependant  upon 
private  shallow  wells. 

The  Air  Ministry’s  Aerodrome  is  served  by  a 4-inch  main 
owned  by  the  Cirencester  Rural  District  Council  and  the  water 
is  taken  in  bulk  from  the  Cirencester  Urban  District  Council 
Undertaking.  This  main  is  used  solely  for  the  Aerodrome 
supply. 

SYDE.  This  village  is  partly  served  from  a private  piped  supply. 
Source  : Spring,  and  water  is  raised  to  a 1,000  gallon  tank  in 
the  village  and  piped  to  premises  and  a public  tap  Other 
sources  of  supply  are  chiefly  private  springs  and  wells. 

WINSTONE.  The  chief  supply  in  the  village  is  from  a public 
spring  which  is  caught  in  an  underground  tank.  Other  sources 
of  supply  in  the  Parish  are  from  private  wells  and  springs. 
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SEWERAGE  AND  DRAINAGE. 

No  new  schemes  or  extensions  to  the  sewerage  or 
sewage  disposal  arrangements  in  the  area  were  carried 
out  during  the  year. 

The  necessary  attention  was  given  to  the  sewers  and 
sewage  outfalls  to  prevent  the  occurrence  of  nuisances 
and  pollution. 

The  drainage  requirements  of  the  district  were  con- 
sidered by  the  Council  and  it  was  resolved  to  submit  to 
the  Minister  of  Health  the  following  five  year  programme 
of  prospective  works: — 

Sewers  and  Disposal  Works  for  Lechlade. 

Extension  and  improvement  for  Fairford 

Sewers  and  Disposal  Works  for  Poulton. 

Sewers  and  Pumping  Plant  for  Siddington. 

Sewers  and  Disposal  Works  for  South  Cerney. 

A scheme  of  improvement  to  the  present  drainage 
disposal  at  the  fourteen  Council  Houses  at  Quenington 
is  contemplated. 

CLOSET  ACCOMMODATION. 

Six  privy  vaults  were  converted  into  earth  closets 
and  twenty-eight  earth  closets  converted  into  water 
closets. 


RIVERS  AND  STREAMS. 

A few  cases  of  river  pollution  from  drainage  were 
noted  and  steps  were  taken  to  remedy  matters. 

The  brook  at  Siddington  Common  is  polluted  by  the 
discharge  from  a highway  drain  which  receives  sewage. 
The  attention  of  the  Highways  Authority  was  directed  to 
this  matter. 
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REFUSE  COLLECTION. 

Rufuse  collection  and  Disposal  arrangements  con- 
tinued in  the  Parishes  of  Fairford,  Lechlade,  Quenington, 
Coates  and  Duntisbourne  Abbotts. 

The  refuse  tip  at  Lechlade  was  closed  owing  to  its 
situation  being  considered  unsatisfactory. 

A contract  was  entered  into  with  the  County  Council 
for  the  destruction  of  vermin  at  the  Fairford  refuse  tip. 

Towards  the  end  of  the  year  the  Council  appointed 
a Sub-committee  to  investigate  and  prepare  a Com- 
prehensive Refuse  Collection  and  Disposal  Scheme. 
Twenty-two  of  the  thirty-five  parishes  in  the  area 
expressed  willingness  to  join  a scheme. 

OFFENSIVE  TRADES. 

There  is  one  fellmonger’s  premises  at  Fairford 
which  is  conducted  satisfactorily. 


RATS  AND  MICE  (DESTRUCTION)  ACT. 

This  Act  is  administered  by  the  County  Council 
and  all  complaints  are  referred  to  the  County  Rat 
Officer. 


SANITARY  INSPECTION. 


(a)  Inspections  made  under  Public  Health  Act  ...  ...  2249 

(b)  Nuisances  discovered  or  reported  ..  ...  ...  98 

,,  ,,  ,,  Swine  only ...  ...  1 

(c)  Complaints  received  ...  ...  ...  ...  ...  139 

(d)  Informal  or  preliminary  notices  sent  ...  ...  ...  57 

(ej  Statutory  notices  sent  ...  ...  ...  ...  ...  1 

(f)  Nuisances  abated  ...  ...  ...  ...  ...  101 

(g)  Summonses  issued  ...  ...  ...  ...  ...  ...  -- 

(li)  Convictions  obtained  ...  ...  ...  ...  ...  — 

(i)  Nuisances  unabated  at  end  of  1937  17 

(j)  ..  1938  14 
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Summary  of  works  carried  out  and  vdsits  made. 


Number  of  complaints  received 

139 

Nuisances  found 

98 

Nuisances  abated 

101 

Nuisances  reported  to  Council 

1 

Preliminarv  notices  served 

57 

Samples  of  water  submitted  for  analysis 

20 

New  connections  to  Council's  water  mains 

6 

Infectious  disease  visits 

18 

Houses  disinfected 

12 

Housing  inspections  ...  ...  , ... 

90 

Houses  repaired 

136 

Inspection  of  water  supplies,  mains,  etc. 

155 

,,  refuse  disposal  tips 

82 

,,  sewage  disposal  works  ... 

96 

,,  factories 

36 

,,  bakehouses 

5 

,,  cowsheds  and  dairies 

95 

,,  slaughter  houses 

...  228 

,,  shops  ... 

...  *15 

Inspections  made  under  P.H.  Act 

...  592 

Re-visits 

170 

Repair  work  in  progress 

203 

New  buildings 

...  373 

Council  house  inspections 

73 

Shops  and  offices 

15 

Miscellaneous 

...  378 

Total  visits  under  all  Acts 

...  2,769 

FACTORIES. 

Premises 

Inspections 

Number  of 
Written 
Notices 

Occupiers 

Prosecuted 

Factories  with  Mechanical  power 

19 

Nil 

Nil 

Factories  without  Mechanical 
power 

17  • 

Nil 

Nil 

Other  premises  under  the  Act  — 
(including  works  of  building  and 
engineering  construction  but  not 
outworkers  premises)  ... 

5 

1 

Nil 
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CAMPING  SITES. 

There  are  four  such  sites  iu  the  area  of  the  Council 
and  all  are  licensed.  All  sites  are  subject  to  supervision 
and  the  sanitary  conditions  prevailing  at  each  one  are 
satisfactory.  The  estimated  maximum  number  of  camp- 
ers in  the  four  camping  sites  during  the  summer  months 
is  approximately  one  hundred. 


SWIMMING  BATHS  & POOLS. 

There  are  no  swimming  baths  in  the  area  of  the 
Council,  but  the  River  Thames  at  Lechlade  offers  good 
facilities  and  is  a popular  bathing  resort.  The  condition 
of  the  water  is  good. 


ERADICATION  OF  BED  BUGS. 

No  houses  were  found  to  be  infected  with  bed  bugs 
during  the  year.  Every  effort  is  made  to  prevent  infes- 
tation of  Council  Houses  by  inspection  of  the  houses  of 
prospective  Council  House  tenants  before  removal. 


SCHOOLS. 

The  sanitary  condition  of  the  schools  in  the  district 
remains  satisfactory  though  somewhat  primitive.  The 
water  supply  to  Duntisbourne  Abbotts  School  which  is 
approximately  three  hundred  yards  distant  failed  during 
September. 


SMOKE  ABATEMENT. 

No  atmospheric  pollution  took  place  in  the  area. 
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HOUSING. 

1.  Insim'.ction  oi-  Dvvki.ling  Hou.ses  di  king  the  veak. 

(a)  1.  Total  number  of  clwelling-liouses  inspected  for 

housing  defects  [under  Public  Health  or  Housing 
Acts]  229 

2.  Number  of  inspections  made  ...  ...  ...  3S5 

(b)  1.  Number  of  dwelling-houses  included  under  sub- 

section (1)  above  which  were  inspected  and  recorded 
under  the  Housing  (Consolidated)  Regulations, 

1925  90 

2.  Number  of  inspections  made  ...  ...  ...  182 

(c)  Number  of  dwelling-houses  found  to  be  in  a state 

so  dangerous  or  injurious  to  health  as  to  be  unfit 

for  human  habitation  ...  ...  ...  ...  38 

(d)  Number  of  dwelling-houses  [exclusive  of  those 

referred  to  under  the  preceding  sub-head]  found 
not  to  be  in  all  respects  reasonably  fit  for  human 
habitation  ...  ...  ...  ...  ...  ...  52 

2.  Remedy  of  Defects  during  the  year  without  SERt  icE 

OF  Formal  Notices. 

Number  of  defective  dwelling-houses  rendered  fit  in 
consequence  of  informal  action  by  the  Local 
Authority  or  their  Officers...  ...  ...  ...  136 

3.  Action  under  Statutory  Powers. 

(a)  Proceedings  tinder  Sections  g,  lo  and  i6  of  the  Housing 

Act,  1936. 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  repairs  ...  ...  2 

(2)  Number  of  dwelling-houses  which  w’ere  rendered 
fit  after  service  of  formal  notices  — 

• (1)  By  Owners  ...  ...  ...  ...  ...  Nil 

(2)  By  Local  Authority  ...  ...  ...  ...  Nil 

(b)  Proceedings  under  Public  Health  Acts. 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  ser\  ed  requiring  defects  to  be  remedied  Nil 
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(2)  Number  of  dwelling-houses  in  which  defects  were 
remedied  after  service  of  formal  notice  : — 

(a)  By  Owners  ...  ...  ...  ...  ...  Nil 

(b)  By  Local  Authority  in  default  of  Owners  Nil 


(c)  Proceedings  under  Sections  ii  and  of  ike  Housing  Act, 

1936. 

(1)  Number  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made  ...  ...  ...  Nil 

(2)  Number  of  dwelling-houses  demolished  in  pur- 
suance of  Demolition  Orders  ...  ...  ...  Nil 

(d)  Proceedings  under  Section  12  of  the  Housing  Act.  1936. 

(1)  Number  of  sev^arate  tenements  or  underground 

rooms  in  respect  of  which  Closing  Orders  were 
made  ...  ...  ...  ...  ...  ...  ...  Nil 

(2)  Number  of  separate  tenements  or  underground 

rooms  in  respect  of  which  Closing  Orders  were 
determined,  the  tenement  or  room  having  been 
rendered  fit  ...  ...  ...  ...  ...  ...  Nil 


Part  IV.  Overcrowding. 

(a)  1 Number  of  dwelling-houses  overcrowded  at  the 


end  of  the  year  ...  ...  ...  ...  ...  5 

2 Number  of  families  dwelling  therein  ...  ...  6 

3 Number  of  persons  dwelling  therein  ...  ...  39 

(b)  Number  of  new  cases  of  overcrowding  reported 

during  the  year  ...  ...  ...  ...  ...  3 

(c)  1 Number  of  cases  of  overcrowding  relieved  during 

the  year  ...  ...  ...  ...  ...  ...  4 

2 Number  of  persons  concerned  in  such  cases  ...  19 

(d)  Particulars  of  any  cases  in  which  dwelling-houses 
have  again  become  overcrowded  after  the  Local 
Authority  have  taken  steps  for  the  abatement  of 
overcrowding 


Nil 
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GENERAL. 

The  Council’s  endeavours  to  improve  the  housing 
conditions  in  the  area  were  intensified  during  the  year, 
and  the  Housing  (Financial  Provisions)  Act,  1938,  and 
the  Housing  (Rural  Workers)  Amendment  Act,  1938, 
which  provide  for  financial  assistance  for  the  improve- 
ment of  rural  housing  conditions  gave  an  added  stimulus. 

The  Minister  of  Health’s  sanction  was  sought  and 
obtained  for  the  administration  of  the  Housing  (Rural 
Workers)  Acts,  which  had  hitherto  been  administered  by 
the  County  Council. 

An  additional  Sanitary  Inspector  was  appointed  and 
the  work  of  inspection  and  improvement  of  working  class 
houses  was  expedited. 

Particulars  of  the  facilities  available  for  financial 
assistance  to  private  enterprise  under  the  new  Housing 
(Financial  Provisions)  Act  were  circulated  to  owners  and 
farmers  in  the  area  but  the  response  was  poor.  The 
Council  decided  to  take  advantage  of  the  financial  assist- 
ance available  and  embarked  upon  building  schemes  in 
various  parishes  where  it  is  hoped  to  provide  about  40 
agricultural  workers  and  their  families  with  new  houses. 

Applications  from  private  enterprise  for  financial 
assistance  respecting  the  provision  of  four  new  houses 
for  agricultural  workers  were  granted  by  the  Council. 

Three  applications  for  assistance  under  the  Housing 
(Rural  Workers)  Act  respecting  nine  houses  in  the  area, 
were  granted  by  the  County  Council,  and  the  improve- 
ment and  reconditioning  work  is  in  progress,  three  houses 
being  completed  at  the  end  of  the  year. 

A scheme  by  the  Council  for  the  provision  of 
twenty-six  new  working-class  houses  in  the  parishes  of 
Siddington,  South  Cerney,  Somerford  Keynes  and  Coates 
was  nearing  completion  at  the  end  of  the  year. 
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COUNCIL  HOUSES 


The  total  number  of  houses  now  owned  by 
Council  is  210  and  they  are  situated  as  follows:  — 


the 


Ampney  Crucis  ... 

6 

Coates 

...  12 

Down  Ampney  ... 

...  2 

Fairford 

...  44 

Kemble 

...  14 

Kempsford 

...  14 

Lechlade 

...  22 

North  Cerney  ... 

...  12 

Poulton 

4 

Quenington 

...  14 

Rodmarton 

...  4 

Siddington 

...  14 

Somerford  Keynes 

...  8 

South  Cerney 

...  40 

NEW  BUILDINGS. 

The  following  is  a summary  of  plans  submitted  and 
new  buildings  erected  during  the  year  : — 

1.  Number  of  new  dwellings  erected  by  private  enterprise  18 

2.  Number  of  new  Council  Houses  erected  ...  ...  20 


3.  Alterations  and  additions  to  existing  bouses  ...  25 

4.  New  garages  ...  ...  ...  ...  ...  ...  15 

5.  New  cowsheds  and  improved  cowsheds  ...  ...  3 

6.  New  dairies  and  improved  dairies  ...  ...  ...  2 

7.  Drainage  improvements  to  existing  houses  ...  ...  30 

8.  Miscellaneous  ...  ...  ...  ...  ...  ...  35 


A total  of  one  hundred  and  twenty  plans  were  sub- 
mitted to  the  Council  during  the  year. 
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INSPECTION  AND  SUPERVISION  OF  FOOD. 

Number  of  Farms  on  the  Register  ...  191 

Number  of  Farms  inspected  ...  ...  69 

Total  number  of  inspections  ...  ...  95 

Certain  improvements  to  cowsheds  and  the  methods 
of  production  were  affected  in  the  area  as  a result  of 
informal  action. 


MEAT  INSPECTION. 

Number  of  Slaughter-houses  on  the  Register  9 
Total  number  of  inspections...  ...  ...  228 

CARCASES  INSPECTED  AND  CONDEMNED. 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  inspected 

85 

22 

22 

406 

229 

All  diseases  except  Tuber- 
culosis : — 

Whole  carcases  condemned... 

2 

I 

Carcases  of  which  some  part 
or  organ  was  condemned... 

2 

1 

_ 

5 

7 

Percentage  of  the  number  in- 
spected affected  with  disease 
other  than  Tuberculosis 

2 35 

4.54 

1.72 

3.49 

Tuberculosis  only  : — 

Whole  carcases  condemned . . . 

1 

1 

Carcases  of  which  some  part 
or  organ  was  condemned... 

2 

2 

1 

Percentage  of  number  inspected 
affected  with  Tuberculosis... 

3.53 

13.64 

— 

— 

0.44 
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MEAT  DESTROYED. 

Lbs. 


2 Bovine  carcases  and  oflal  ...  ...  1272 

Portions  of  beef  ...  ...  ...  ...  30 

2 Bovine  heads  ...  ...  ...  ...  55 

2 ,,  kings  21 

1 ,,  stomach  and  intestines  ...  42 

1 ,,  spleen  ...  ...  ...  ...  8 

1 diaphragm  ...  ...  ...  8 

1 Pig’s  carcase  and  offal 90 

1 ,,  head  ...  ...  ...  ...  ...  10 

5 ,,  lungs 21 

1 ,,  liver  (portion)  ...  ...  ...  3 

1 ,,  mesentery  ...  ...  ...  ...  5 

2 Sheep’s  carcases  and  offal  ...  ...  155 

1 ,,  head  ...  ...  ...  ...  6 

4 ,,  lungs  ...  ...  ...  ...  12 

Boiled  ham  ...  ...  ...  ...  ...  10 


1.748  lbs. 


CLASSIFICATION  OF 

Coenurus  Cerebralis 
Decomposition 
Inflammation 
Moribund  condition 
Necrosis 

Muscular  degeneration 
Pneumonia  ... 
Stronguli  rufrescens 
Swine  erysipelas 
Tenuic  ollis  cysts 
Tuberculosis  ... 


CONDITIONS  FOUND 

6 

10 

58 

155 

3 

30 

26 

10 

90 

2 

1358 


1,748  lbs. 
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PREVALENCE  AND  CONTROL  OVER 
INFECTIOUS  DISEASES. 

There  were  51  notifications  of  infectious  diseases 
during  1938  : of  these,  eight  were  scarlet  fever,  five  of 
whom  were  removed  to  hospital.  There  were  no  deaths. 

The  age  incidences  were  as  follows ; — 

Males.  Females. 

33  yrs.  10  yrs. 

5i 

8 

12 

14 

17 

64 


There  were  5 diphtherias,  all  of  whom  were  treated 
in  hospital.  There  were  no  deaths. 

The  age  incidences  were  as  follows  : — 

Males.  Females. 

50  yrs.  11  yrs. 

32 

42 

45 

There  were  also  19  pneumonias,  4 admitted  to 
hospital,  5 deaths. 

The  other  cases ; 6 erysipelas  and  4 puerperal 
pyrexia  call  for  little  comment. 

It  will  be  noted  that  of  the  51  notifications  20  were 
pneumonias.  There  was  no  form  of  epidemic. 
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NOTIFIABLE  DISEASES  DURING 
THE  YEAR. 


DISEASE, 

Cases  admitted 

Total 

to  Hospital 

Deaths 

Small  Pox 

— 

— - 

— 

Scarlet  Fever 

8 

5 

— 

Diphtheria 

Enteric  Fever  (including 

5 

5 

— 

Paratyphoid) 

— 

— 

— 

Puerperal  Fever  ... 

-- 

— 

— 

Puerperal  Pyrexia  ... 

4 

2 

— 

Pneumonia 

Other  diseases  generally  noti- 

20 

4 

5 

fiable — -Erysipelas 

6 

— 

— 

Other  diseases  notifiable  locally 

— 

— 

— 

OPHTHALMIA  NEONATORUM. 
No  cases  occurred  during  1938. 


TUBERCULOSIS. 


New 

Cases. 

Deaths 

Non- 

Non- 

Pulmonary 

Pulmonary 

Pul 

monary 

Pulmonary 

Age  Periods 

M, 

F, 

M. 

F. 

M 

F. 

M. 

F. 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

1 

0 

0 

0 

0 

0 

0 

0 

5 

0 

0 

1 

0 

0 

0 

0 

0 

10 

0 

0 

1 

0 

0 

1 

0 

0 

15 

0 

0 

0 

1 

0 

0 

0 

0 

20 

0 

0 

0 

0 

1 

0 

0 

0 

25 

0 

0 

0 

0 

0 

0 

0 

0 

35 

2 

0 

0 

0 

1 

0 

0 

0 

45 

0 

1 

0 

0 

1 

0 

0 

0 

55 

0 

0 

0 

0 

0 

0 

0 

0 

65  and  upwards  0 

2 

0 

0 

1 

0 

0 

0 

Totals  . 

..  3 

3 

2 

1 

4 

1 

0 

0 

27 


The  notification  of  Tuberculosis  generally  through- 
out the  district  is  good. 

No  cases  occurred  where  there  was  any  over- 
crowding. 

Each  case,  when  notified,  is  visited  by  the  Sanitary 
Inspector  and  a Nurse,  also  if  deemed  necessary,  by  the 
Medical  Officer  of  Health. 
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